ST. JOSEPH'S HOSPITAL and 
DISPENSARY 

— Was Established in 1902 — 

It has grown to a modern hospital of 210 beds 
and 30 bassinets, with X-Ray and Clinical 
Laboratories and Pathological Service, Con¬ 
ducted by Sisters of St. Joseph of the Diocese 
of Pittsburgh. Member of American Hospital 
Association, Catholic Hospital Association and 
Hospital Association of Pennsylvania. 


PLACE 

STAMP 

HERE 




ST. JOSEPH'S HOSPITAL AND DISPENSARY 


PITTSBURGH, PENNA. 


IB-H1785 





































